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CONFIDENTIAL PARIS 29785 

US OECD 

EXCON 

E.O. 11652: XGDS-1 
TAGS: ESTC, COCOM, US, CH 

SUBJECT: U.S. EXPORT OF A SCANNING SYSTEM TO THE 
PRC - IL 1502 

REF: (A) COCOM DOC (78) 455, (B) STATE 209444, (C) 

STATE 220344 

1 . FRENCH HAVE RESPONDED TO THE ARGUEMENTS IN REF B 
ABOUT THEIR CONCERNS OF THE RISK OF DIVERSION BY 
EXPRESSING THEIR AUTHORITIES SURPRISE " TO SEE THAT IN 
THIS INSTANCE THE UNITED STATES AUTHORITIES SEEMED 
TO BE SATISFIED WITH THE ASSURANCES GIVEN BY THE FIRM 
CONCERNED, OF WHICH THE FRENCH AUTHORITIES HAD TAKEN 
NOTE, WHEREAS IN OTHER INSTANCES, AND PARTICULARLY 

IN THE OIL RESEARCH FIELD, THEY INSISTED ON THE 
APPLICATION OF STRICT VISITATION CONDITIONS. THE 
FRENCH DELEGATION HAD BEEN INSTRUCTED TO ASK THE UNITED 
STATES DELEGATION TO PROVIDE CLARIFICATION AS TO THE 
CONSISTENCY OF THESE VARIED POSITIONS." 

CONFIDENTIAL 

CONFIDENTIAL 

PAGE 02 PARIS 29785 081410Z 

2. ACTION REQUESTED: FURTHER CLARIFICATION AS 
REQUESTED BY FRENCH DELEGATION. 

SALZMAN 


CONFIDENTIAL 
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